To:  Bahrman,  Sarah[Bahrman. Sarah@epa.gov] 

From:  Falco  - CDPHE,  Ron 

Sent:  Thur  8/13/2015  2:14:31  PM 

Subject:  Re:  quick  question 

Hi  Sarah, 

We  have  provided  that  clearance  to  them.  We  have  not  required  that  they  report  that  to 
us,  and  even  when  they  do  begin  using  the  Animas  they  may  still  supplement  with  other 
sources.  However,  I will  let  you  know  if/when  we  hear  that  they  are  starting  to  use  again. 
Thanks. 

On  Thu,  Aug  13,  2015  at  7:59  AM,  Bahrman,  Sarah  <Bahrman.Sarah@epa.gov>  wrote: 

Hi  Ron  - 

Will  you  let  me  know  when  you  hear  Durango  and  Glacier  Club  turn  their  intakes  on  the 
Animas  back  on?  Our  political  folks  are  asking. 

Thanks! 


Sarah  E.  Bahrman  | Acting  Director,  Water  Program  | U.S.  Environmental  Protection 
Agency  - Region  8 

(p)  303,312,6243  | (c)  303,903,8515  | (f)  877,876.9101 


Ron  Falco,  P.E. 

Safe  Drinking  Water  Program  Manager 


4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 
ron.falco@state.co.us  | www.colorado.gov/cdphe 

24-hr  Environmental  Release/Incident  Report  Line:  1.877.518.5608 
Total  Coliform  Positive:  303.692.3308 


1787642 


ED  000552C  00011303-00001 


